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MAGELLAN 


Serious binoculars for extreme environments. 
Waterproof and nitrogen-filled for relentless 
performance in severe conditions. Compact and 
lightweight for effortless portability. Magellan 
binoculars are designed for demanding outdoor 
activities like climbing, kayaking and more. And 
with high-index BaK-4 prisms and fully multi- 
coated optics, there's no trade-off between image 
quality and durability. 



Magellan 8x25 WP I 


Fully waterproof to a depth of one meter 

Nitrogen-filled for fog-proof performance in all conditions 

Ultra-compact, lightweight and durable for easy portability 

High-index Bal<-4 roof prisms for a crisp image from edge to edge 

Fully multi-coated lens for maximum brightness and contrast 

Twist-up eyecups, long eye relief and dioptric correction for easy 
viewing, even when wearing glasses 

Special optical materials provide protection from harmful UV rays 

Large center focusing knob for easy adjustment even when 
wearing gloves 

Includes waterproof neoprene soft case, floatable neck strap, 
eyecaps and warranty 



Magellan 10x25 WP I 


Magellan Specifications 


Model 

8x25 WP 1 

10x25 WP 1 

Type: 

Roof 

Roof 

Magnification: 

8x 

lOx 

Effective Diameter of Objective Lens: 

25mm 

25mm 

Diameter of Exit Pupil: 

3.1mm 

2.5mm 

Actual Field of View: 

5.5° 

5.0° 

Apparent Angle of View: 

44.0° 

50.0° 

Field at 1000 yards: 

288 ft. 

261 ft. 

Brightness Index: 

9.8 

6.3 

Eye Relief: 

18mm 

16mm 

Diopter Adjustment Range: 

Over ± 2 nr 1 

Over ± 2 nr' 

Eye Interval Adjustment Range: 

58 - 72mm 

58 - 72mm 

Near Focus Distance: 

9.9 ft. 

9.9 ft. 

Weight: 

12 oz. 

12.2 oz. 

Width at Maximum Eye Interval: 

4.5 in. 

4.5 in. 

Length: 

4.4 in. 

4.4 in. 

Thickness at Maximum Eye Interval: 

1.7 in. 

1.7 in. 

Lens Composition: 

7 elements in 5 groups 

8 elements in 6 groups 

Stock Number: 

118707 

118708 
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